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PLEASANTVILLE, N. Y. 
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ae. FOIAb3a 


Commanding Officer 
Headquarters Detachment 


daw 


CUSTOMER'S ORDER NO. 


TERMS: NET 30 DAYS: PAYABLE AT PAR IN NEW YORK FUNDS 
DATE SHIPPED 


SHIPPING ORDER NO, 4) 37 


N° 16927 


INVOICE 


INVOICE DATE September 30, 1957 


432 


SALES ORDER NO. 


SHIPPED TO: 
Transportation Officer 
Cameron Station 
Alexandria, Virginia 
M/F: Commanding Officer 
Equipment Modification Unit #1 
8708th Administrative Area 


F.0.B. Pleasantville, unit (Lot No. 3570) 
via REA~Prepaid 


UPG~210 SLOE" 


ITEM NO. QUANTITY DESCRIPTION UNIT PRICE AMOUNT 
Rie Contract Item #10 
ee) Model PC=210 Special Test Equipment 
Sub consisting of: 
Item: : 
V(R)Y | 14% | 648hn2 Art Extension Cable $ 117.7) |$ 117.7 - 
/@ByY| lw | 648181 Art Test Adapter 59.82 59,82 « 
(Ade le 61,8 2a. Frequency Tracker Test Adapter 220.6), 220.6)” 
“(C)~ lv 6),89—1 Bench Test Harness & Junction Box 668 956 668 456 
“48 ME 17 | 648001 Art Test Stand 317 2:8 317 48 7 
i oe lv 648 )i~ 3 Main Loop Extension Cable 79 487 79 87 
(8 1% | 64Sley Azimuth Servo Extension Cable 79 87: 79087 ~ 
“(I) 1 a | 68) a5 Power Supply Extension Cable 79 «0 79 oO ~ 
“(J) 1 Hf 648l—6 Audio Extension Cable (Amplifier Extension TW elT T5077 % 
“(K) wy J] 6))8 lyn’ 7 150 Regulator or =+250 and +150 Control/ 70.58 70.58 ” 
At) 1 648)yme8B IF Amplifier Extension Cable 7.220 The20 % 
ee 9 $ 1,843.93,“ 
I certify that the above bill is correct and just and 
that payment therefor has not been received, 
GENERAL PRECISION LABORATORY INCORPORATED 
FOIAb8b 


SELLER REPRESENTS THAT WITH RESPECT TO THE PRODUCTION OF THE ARTICLES AND/OR THE PERFORMANCE OF THE SERVICES COVERED 
BY THIS INVOICE, IT HAS FULLY COMPLIED WITH SECTION 12 (A) OF THE FAIR LABOR STANDARDS ACT OF 1938, AS AMENDED. 


ALL CLAIMS OR ALLOWANCES MUST BE MADE WITHIN FIVE DAYS AFTER RECEIPT OF GOODS 
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